Brief comment text:

I am a user of the LoRa 915MHz frequencies, and I oppose the changes to the 900MHz network as laid out in the NextNav proposal. These changes could result in significant interference, potentially degrading the performance of decentralized networks and limiting their availability, particularly in rural and underserved regions where these networks are often the only viable means of communication.
